THE HAMILTON STREET RAILWAY COMPANY 



August 15, 2013 



RE: DETOURS: ROUTES 5 - DELAWARE & 41 - MOHAWK DUE TO BRIDGE CLOSURE 



Effective for the start of service on Thursday, August 22, 2013 and for approximately four months, there will 
be a full closure of the bridge (due to reconstruction) on King Street over Kenilworth Avenue. As a result, 5 
- DELAWARE and 41 -MOHAWK buses will be on detour. 




From King and southbound Kenilworth on-ramp 


From King and Rosedale 


Right (south) on ramp to southbound Kenilworth 


Left (south) on Rosedale 


Continue counter-clockwise around traffic circle 


Right (west) on Lawrence 


Continue north on Kenilworth 


Right (north) on Huxley 


Right (east) on off-ramp to King 


Left (west) on King 


Right (east) on King 


and resume regular routing 


and resume regular routing 



The following bus stops will be temporarily out of service: 



• Westbound on King Street opposite Rosedale Avenue, Midblock, North Side 

• Westbound on King Street at Cameron Avenue, Nearside, Northeast Corner 

• Westbound on King Street at Kenilworth Avenue Bridge, Nearside, Northeast Corner 



The following bus stop will be temporarily relocated: 



• From: Eastbound on King Street at Kenilworth Avenue Bridge, Farside, Southeast Corner 

• To: Eastbound on King Street at Kenilworth Avenue Bridge, Farside, Southeast Corner 
(approximately 55 metres easterly) 



ROUTE 41 - MOHAW 


K will detour as follows: 


EAST/NORTHBOUND (Trips via Kenilworth) 


WEST/SOUTHBOUND (Trips via Kenilworth) 


After servicing the bus area at the Kenilworth 
Traffic Circle 


From Kenilworth and on-ramp (just north of 
bridge) 


Continue north on Kenilworth 


Right (west/south) on ramp to King 


Right (east) on off-ramp to Lawrence 


Continue south crossing King 


Right (west) on Lawrence 


Continue south on ramp to Kenilworth 


Right (north) on Huxley 


Continue south on Kenilworth 


Left (west) on King 


and resume regular routing 


Right (north) on Ottawa 




Right (east) on Main 


Left (north) on Kenilworth 


and resume regular routing 



Note - the on-ramp from westbound King to southbound Kenilworth will be reversed. Southbound 
traffic on Kenilworth will turn right (west/south) up the ramp crossing King and continuing south on existing 
southbound on-ramp from eastbound King. 



Route 41- MOHAWK buses via Ottawa are not affected. 



The following bus stops will be temporarily out of service: 



• Northbound on Kenilworth Avenue at King, Farside, Northeast Corner 

• Northbound on Kenilworth Avenue at Monterey Avenue, Nearside, Southeast Corner 

• Northbound on Kenilworth Avenue at Central Avenue, Nearside, Southeast Corner 

• Northbound on Kenilworth Avenue at Maple Avenue, Farside, Northeast Corner 

The following bus stop will be temporarily relocated: 

• From: Southbound on Kenilworth Avenue at King Street ramp, Nearside, Northwest Corner 

• To: Southbound on Kenilworth Avenue at King Street ramp, Nearside, Northwest Corner 
(approximately 25 metres northerly) 

Overview map of detours: 




Detail view of King and Kenilworth ramps: 




